
CHAIR AND OTTOMAN SET 

CHAIR — 31-1/r WIDE X 34" HI QH X 32-3/16" DEEP 
OTTOMAN — 1CK1/S" HIGH X 26 WIDE X 26* DEEP 


^2-1/2V 10". 


13-5/8 


13/16' 


flEVEL RACK 
BOTTOM tO' 


CUT BACKS OF - 
I AND J2 AT 10 


SPACE SLATS 
EQUALLY l TYP.) 


RAIL SLAT ,SIDE CLEAT 


ALL TENONS 
3/4* LONG X 
3/8’THICK 


ALL MORTISES 
13/16" DEEP 
X 3/8" WIDE 


45 J BEVEL 
ON OUTER 
TWO EDGES 
(ALL LEGS}) 


FOOT 
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